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SEABEES ADVISE THAT SUITABLE POWER FOR X-RAY UNIT IS 
NOT AVAILABLE WITHIN ROOM WHERE INSTALLATION WILL 
TAKE PLACE, BUT THAT SOURCE IS AVAILABLE IN EMBASSY 
WITHIN 100 FT. OF ROOM.PARKER 
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